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A Bucyrus-Erie 22-W owned by the Hoover Water 
JUNE, 1959 Well Service, Zion, Ill., drills a 4-in. home well 


near Zion. A feature article begins on page 26. 
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Strong lattice-box derrick, big spooling 
capacity, and heavy-duty power plant 

enable the owner of a 28-L to take on the 

big industrial and municipal jobs. The 28-L 
drills wells to 2,500 feet in depth—é6 to 16-in. 
diameter... handles up to 3,700 pounds of tools. 


The Case of 
THE 2-TO-] CHOICE 





or why are 
Bucyrus-Erie Drills 
so popular? 


An independent survey organization dis- 
covered that two out of three drill owners 
preferred Bucyrus-Erie rigs above all 
others. Certainly one of the reasons for 
this popularity is the size and quality of 
the distributor organization. 

Owners of Bucyrus-Erie drills know 
they can work anywhere in the country 
and always be comfortably close to a 
Bucyrus-Erie distributor—and that these 
distributors offer 85 percent off-the-shelf 
parts service. 

Add to this the fact that Bucyrus-Erie 
drills give you a value that can’t be 
matched in initial cost, operating cost and 
maintenance, and the reason for their 
popularity is clear. 

For complete details write Bucyrus-Erie 
Company, Drill Division, Richmond, In- 
diana, Dept. 6W. 


‘BUCYRUS 
Backed by the Best in Service 
1-W 20-W 22-W 60-L 28-L 





‘ 


You're ready for anything from residential 

to average-depth municipal and 

industrial jobs with this Bucyrus-Erie 60-L. 

It drills 6 to 12-in. wells to a depth of 1,500 
feet and handles up to 2,750 pounds of tools. 

















FIRST in the Field... . 


THE NEW 






























Combining the sealed safety of itless install- 
ation with the economy of the et pump 





A completely new idea in water system pre- 
fabrication . . . beautifully simple, efficient, and 
practical. The PJ is an entirely new pitless-pump 
unit which forms the upper part of the well 
casing and provides complete sealing against 
contamination meeting the strictest well codes. 
No pit or heated enclosure is needed. The PJ 
includes a specially designed centrifugal jet pump 
mceunted within the well casing below the 
frost line. Only a single line of pipe from the 
well is used—eliminating the return pipe 
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ordinarily needed with jet installations, 
with the resulting advantages: 

1) Substantially reduced installation, 
labor and pipe cost 2) No pipe 
enclosure required . . . line is 

always under pressure 3) No chronic 
jet clogging from pipe scale 4) Shorter 
water circuit increases efficiency. 


Begin your PJ installations with your next job. 
Mail this coupon for additional information 


BAKER MFG. COMPANY Evensville, Wis. 
NAMES... Benn toes eee 
OCCUPATION 

STREET__ __ ; 

city ___- _ STATE. 

MY DISTRIBUTOR IS 

city 











/ basic 
models to 
choose from 


M©Donald’s 
new Century line 
of jet water systems 


GIVES | 
YOU MORE 


TO SELL 


MORE CAPACITY PER DOLLAR 

Compare the GPH for each new Century- 
Line Jet (we'll send you specs) with any 
competing line. Century Line 
you more capacity to sell per dollar. 


MORE CONVENIENCE 

Phere are four basic models to choose from 
Capacities to 875 GPH. Three 
convertible from shallow to deep well op- 


eration in minutes. 


models are 


Convenience for you, too. One pump and a 
minimum number of jet fittings will fill any 


Jets give 


number of requirements. You sell more jobs 
with minimum inventory. 


MORE VALUE 

A Century Line Jet often costs your custom- 
ers less than competing pumps without 
McDonald’s quality features. Available in 
all bronze nozzle, venturi and impeller, o1 
in durable, high-impact McDonalite. 


For complete information on the new Mc- 
Donald Century Line — the line that gives 
you more to sell — write today to: 


.A.Y. MSEDONALD nee. co. 


ey P. O. Box 508, DUBUQUE, IOWA 
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South Milwaukee, Wisconsin 


CONTENT S 


It Took Some Doing 


Driller-Seabee-Contractor R. C 


and it took some doing. 


Build A Better Business 


By practicing what they preach, 


trade. 
No Cause for Concern 


For this Ohio drilling contractor, 


News of the Month 


Bits from the Wit Sharpener 


Bargain Counter 


Yune 1959 


Hoover has come a long way since he left the ‘‘dusty country’’ 


G. and H. C. Miller have built a highly successful drilling 
business in the vicinity of Lawrenceburg, Tenn. Their firm owns five rigs and has a thriving pump 


finding capable men to run his rigs is no cause for concern. 
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PLASTIC PIPE PROGRAM 5 
is the Dynamite to Blast Your | 
U.. Way to — Profits! "si 


DEALERS - DRILLERS - CONTRACTORS Get this 
“Deal” with the Direct Factory Appeal! 


* It means you make more money on every fitting — every 
foot of plastic pipe you sell or use! 

* It means you get the best in quality and performance in 
both pipe and fittings! 


BECAUSE WE GUARANTEE BOTH PRODUCT AND PROFIT TO YOU! AND 
JOHNSON MAKES ALL TYPES AND SIZES OF PLASTIC PIPE AND FITTINGS! 





"POLYETHYLENE KRALASTIC 
PIPE AND FITTINGS | PIPE AND FITTINGS © 


Further, Johnson backs you with the productive capacity of the largest self- 
contained plastic pipe plant in the industry. Johnson backs you with the 
integrity and reliability of a 90-year-old company. 


Get the Details of this Deal Tailored Especially 
for You! CALL OR WIRE COLLECT TODAY! | 


- = 





a) i) JOHNSON PLASTIC CORPORATION 
CHAGRIN FALLS, OHIO 
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SINGLE STAGE CONVERTIBLE 


AURORA 


ar-Liner 


Y3 HP 


and 
V2 HP 





CONVERTIBLE 
Shallow to Deep Well 
—No added parts 
to buy 


CAN BE CONVERTED 
TO MULTI-STAGE 
Consult Factory 
* 


This member of the distinguished line of AURORA Star- 
Liners has an unparalled combination of valuable features 
(a few are mentioned at left). Here's packaging, engineer- 
ing brilliance and economical performance YOU SHOULD 
KNOW ABOUT. 


HOW TO INSTALL IN VERTICAL OFFSET POSITION 


USED AS HORIZONTAL 
OR VERTICAL UNIT 


* 
SELF-PRIMING 
2 quarts to prime— 
the pump cares for 
itself 
* 


INTERCHANGEABLE 
PARTS with all other 
Star-Liners 
* 


EASILY INSTALLED 
All connections access- 
ible for galvanized or 

plastic pipe 
* 
PACKAGE UNITS 
— both '/; HP and 
VHP 


* 
NEMA STANDARD 


— threaded stainless 
steel shaft—targe 56 
frame motor 


* 
IMPROVED SEAL 
— longer life — greater 
abrasion resistance 
* 


VERSATILE 
Can be used horizon- 
tally or vertically — on 
the casing or off 


AURORA PUMP jis: 


THE NEW YORK AIR BRAKE COMPA 


AVAILABLE 
. PUMP UNIT ONLY 


. UNIT TANK-MOUNTED 
on 12 GALLON TANK 


3. UNIT WITH 6 GALLON 
OPERATING TANK 


Note how uhit is 
mounted vertically on 
adaptor for simple, 
sturdy, lasting offset 
mounting. Star-Liner 
performance meets 
the most exacting re- 
quirements of both 
installer and user. 
WRITE FOR 
BULLETIN 133-SL 


ON 
NY 





620 LOUCKS STREET ° 


AURORA, ILLINOIS 


(§) 


LOCAL DISTRIBUTOR IS LISTED IN THE YELLOW PAGES OF YOUR PHONE BOOK 





June, 


1959 








Over 200 wells old, this 


“This wire rope had already punched in more 
than 200 wells when I bought the rig,” says 
Mike Kubina of Vanderbilt, Pa. ‘The rope 
was in excellent shape then and it still is!” 

USS American Tiger Brand Mor-Spring 
Drilling Lines give long service because they 
are designed for the toughest well-drilling jobs 
Notice the cross section. Those outside wires 
are heavier so that they will wear better in the 
most abrasive rock and shale you will ever hit 
The smaller inner wires and fibre core give 
just the right combination of flexibility and 
spring for fast drilling action 

This is why drillers have told us that Tiger 
Brand has cut their rope costs as much as 50°; 
You can save, too. Ask for Tiger Brand when 
you buy wire rope 

For more information, write to American 
Steel & Wire, 614 Superior Ave., N.W., Cleve 
land 13, Ohio 


American Steel & Wire 
Division of 
United States Steel 


Columbia-Geneva Steel Division, San Francisco, Pacific Coast 
Tennessee Coal & tron ision, Fairtield, Ala.. Southern Distribut 


United States Steel Export Company, Distributors Abroad 


wire rope works like new 


It’s (8) Tiger Brand— 
America’s No. 1 Wire Rope 


Why Tiger Brand is your best buy 


. It is made by a company that maintains the 
most complete wire rope research and manufac 
turing facilities in the country. 

. It is designed by one of the country’s largest 
staffs of wire rope engineers. It is serviced by 
field representatives who will answer any call 

. Every type of Tiger Brand Wire Rope is designed 
for specific applications. You get the right rope 
for the job. 

. It is made by one company, U. S. Steel, and every 
step of production, from ore to finished product, 
is carefully controlled and supervised to guar 
antee one high standard of quality. 

. Tiger Brand Wire Rope is manufactured by the 


largest single producer in the country. 
USS, American and Tiger Brand are registered trademarks 








more to sell 


when you sell 
BURKS pumps 


In selling pumps, the more you have to sell, the 
easier it is. So—with BURKS, you can't miss... 
because BURKS gives you more. 


BURKS quality, for example, has been recognized 

as outstanding for nearly half a century. 

BURKS performance, model for model, is second 

to none. BURKS dependability is engineered 

into every unit to minimize maintenance and service. 
BURKS features have built-in customer appeal 

that gives you a solid competitive plus. 


That all adds up to more customer satisfaction... 
and that’s bound to mean more sales for you. 

So if you want more to se//—sell BURKS. 

Hustle the coupon to us for full details. 


© 


building quality pumps since 1914 


PUMPS 


AND WATER SYSTEMS 


gum o * £ 
Co Gnd Grow with urks 


1959 


June, 


TOP TO BOTTOM 
NE—“C" SERIES.* The pump with “Life-Lok”— 
for up to 40% longer life. Self-priming. Slow-speed operation 
—1725 ren Dual oe weet shallow or deep well. 

NT " SERIES.* Installs horizen- 
tally or vertically Patented * ‘RAMACTION” impeller-diffuser 
combination 
M A NTRIFUGAL —“HV" SERIES. All new—for greater 
Capacities at higher pressures from deeper settings. Horizon- 
tal or vertical installation. Compression type fittings. Capaci- 
ties to 2310 gph 

-"S" SERIES. Efficient, dependable, high-per- 
ri pump For depths to 800 feet 


*Factory assembled water systems available 


DECATUR PUMP CO., 66 ELK ST., DECATUR, ILL. 
Please rush details on 
© Full line of BURKS Water Systems Pumps 

Profit opportunities tor (C] Distributors () Dealers 


NAME 





COMPANY 





ADDRESS 





TOWN. 








NEW olt-FiLtep 


SUBMERSIBLE PUMP MOTOR 


| 


Flexible Buna N oil reser- 
voir allows expansion 
and contraction with 


changes in temperature 


PERFORMANCE PROVED in the 
laboratory and in the field. In 
actual tests General Electric’s 
submersible pump motors have 
each cycled more than 700,000 
times without noticeable loss of 
oil—the equivalent of more 
than 20 years’ normal operation. 


SSSR BET sop se en 





Heavy-duty steel Reservoir contains 


spring maintains 900 cc of highly re- 
positive internal pres fined, tasteless, 


sure on oil supply odorless mineral oil 


0 32% MORE 


VY, HORSEPOWER Vp HORSEPOWER 


— 


| Ge | 
“Ee 
= | 


} 
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PUMPING CAPACITY 


TYPICAL } 

OiL- | 
| FILLED [ 
| DESIGN | 


WATER-PUMP TESTS PROVE that the new General Electric 
pump motor’s extra load-carrying capacity enables it 
to deliver up to 32% more water per rated horsepower. 
The above graph illustrates how the new General Elec- 
tric one-third horsepower oil-filled submersible pump 
motor has the capacity to do many jobs which formerly 
required one-half horsepower submersible motors. Sim- 


ilar savings are available in other ratings. 











Mylar* slot insulation Specially selected 
is 35 times more mois- (2) Formex - insulated 
ture resistant than wire assures high 
paper insulation dielectric strength 





Windings are triple 
dipped, bake varnished 
for protection against mois- 


ture, electric stresses 





Es 





E 


Specially developed Sand slinger protects Specially designed 
rotating seal to pre- shaft and seal from lead seal elimi- 
vent leakage of oil contact with grit and (3) nates oil loss or 
and entry of water foreign particles lead deterioration 


WATER PER 


General Electric’s experience in suc- 
cessfully powering more than 30,000 
submersible pumps during the past 7 
years—plus the know-how _ gained 
making larger oil-filled submersible 
pump motors—has now been applied 
to the design and production of its new 
oil-filled submersible pump motor for 
four-inch well applications. 

The new G-E pump motor can carry 
significantly greater loads without fear 
of mechanical damage. The motor’s un- 
restricted windings, free to expand and 
contract with variations in temperature, 
practically eliminate the adverse effects 
associated with stalled and other over- 
load conditions. 

This means dollar savings for you, 
because a new 13-HP G-E motor can do 
* Registered trade-mark of DuPont Company 


40% ACTUAL SIZE 


RATED HP 


many jobs that formerly required a 
¥%2-HP motor. G.E.’s 13-HP unit can 
safely deliver 32% more water per 
rated horsepower. Similar savings are 
available in other horsepower ratings. 


Take advantage of General Electric’s 
dollar-saving features, plus the quality 
design features shown above. Make sure 
that the next pump you buy or install 
is equipped with a new G-E oil-filled 
submersible pump motor, or G-E motor 
parts. 


For further details, contact your 
nearby General Electric Apparatus 
Sales Office, or write to Section 702- 
101, General Electric Company, Sche- 
nectady, N. Y. (Ask for Bulletin GEA- 
6853.) 


# Registered trade-mark of General Electric Company 


GENERAL @@ ELECTRIC 











The ALL NEW 
Berkeley S-D Line 





SHALLOW WELL SERIES 
(Ys HP) 275 to 635 GPH at 30 Ibs. 
(V2 HP) 415 to 960 GPH at 30 lbs. 
Max. pressure — over 50 lbs. Bulldog tough = gentle 
DEEP WELL SERIES on the budget am these 


(3 HP) 120 to 600 GPH from levels Berkeley Pumps offer atelach. 
to 90 ft. 

(V2 HP) 130 to 800 GPH from levels 

to 120 ft. 

Max. pressure — over 50 lbs. 





Here's big-pump performance at small pump prices. These new 
S-D pumps are designed to provide full-flow at pressures best 
suited to modern washing appliances. The '2 HP Shallow Well 
Model S-5 actually delivered 20% more water than 3 higher-priced 
pumps against which it was compared. You can offer this same 
high-stepping performance in either shallow well or deep 
well models plus . . . these new S-Ds are “whisper-quiet”. They 
have that velvet-smooth sound that your customers just naturally 
associate with quality. Write for complete details today - ask 
for information on the new Berkeley S-D line. 


BERKELEY PUMP COMPANY 
827 Bancroft Way, Berkeley 2, Calif. 


FACTORIES IN: 
Berkeley, Calif., Atlanta, Ga., Amarillo, Tex., Grand Island, Neb. 


SELL THE COMPLETE LINE — SELL BERKELEY 
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WANT 


OF SUPERIOR PERFORMANCE 
FROM COOK WELL STRAINERS? 


Saratoga, N. C.—Over 600 GPM from 
8”, 170’ well equipped with 30° of wire- 


a 


Whiteville, N. C.-—600 GPM from 8”, 
260° well equipped with 60’ of wire- 


wound Red Brass Cook Well Strainer. 


Mullins, $. C. — 600 GPM from 12”, 
375° well equipped with 40° of wire- 
wound Red Brass Cook Well Strainer. 


wound Red Brass Cook Well Strainer. 
C —— Nine 


Mullins, S$. C. — 550 GPM from 12”, 
345’ well equipped with 15’ of wire- 
wound Red Brass Cook Well Strainer. 


June, 


1959 


Talk to Mr. C. C. Hildebrand, deep 
well contractor of Wake Forest, North 
Carolina. He drilled five highly success- 
ful wells for three different towns. . . 
each well being equipped with a Cook 
wire-wound Red Brass Strainer. 

It’s Cook’s exclusive V-shaped, self- 
cleaning slot that guarantees the fast, 
free flow of clean water from these 
Carolina wells. Cook’s precision-made 
slot, wider inside than outside, pre- 
vents clogging and assures maximum 


GPM. Also, it contributes to the good 
natural development of the 
bearing formation, adding years to the 
productive life of the well. 

Cook strainers are available as wire- 
wound or brass tube types, with slot 
sizes from .006” to .25” in all standard 
diameters. Choice of metals includes 
Red Brass, American Everdur Bronze, 
Armco Iron or Stainless Steel. 8 to 24 
hour delivery in most cases. Call HUm- 
bolt 1-8800 or write direct for catalog. 


water- 


ESS. COOK WELL STRAINER CO. 


CS 


6330 Glenway, Cincinnati 11, Ohio 
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Now for no more money... 


MORE WATER WITH HIGHER PRESSURES! 


Now from the originators of jet pumps comes + FOR DEEP WELLS ... self-prim- 
ing jet systems for lifts to 400 


the new STAR line... latest triumph of Jacuzzi fect 


Bros.’ engineering leadership. It’s a completely 
new line including five separate series. Most im- * FOR SHALLOW WELLS _.. 
portant—every STAR line pump is MULTI- self-priming jet systems for lifts 
STAGE to provide more water at higher pres- to 25 feet. 

sures. What’s more, STAR line pumps have + SUBMERSIBLE PUMPS, too . 
fewer parts. ..new engineering improvements... for 4. 6 & 8 inch diameter wells 
all at the cost of an ordinary single stage pump! and larger. 





UNIVERSAL 











ST AA Fo: PUMPS & WATER SYSTEMS 4 





Contact us for literature and dealership opportunities. 


JACUZZI BROS INC 4100 Bayless Avenue, St. Louis 23, Missouri 
7 s 


Jacuzzi Avenue, Richmond, California 


CANADIAN FACTORY Jacuzzi-Universal (Canada) Ltd., Martin Grove Rd. & Rexdale Bivd., Rexdale, Ontario 
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Greater SURGE ACTION 





HYFLOW PERFORATION 


Embossed for Strength 


All-new HyFlow perforations run 
horizontally...around the casing. 
HyFlow has a corrugated, channel 
effect and is embossed... providing 
high resistance to lateral crushing. 


Nozzle Effect 

HyFlow has large, embossed open- 

ings for the ideal nozzle action for HyFlow perforations are about 
surging tight formations; self clean- 1%” long and up to %4” wide. 


ing and non-clogging, for gravel Available 8” diam. and larger in 
mild and stainless steels and 

packed wells. other alloy metals. Square, smooth 
Pa ends for true alignment. Shipping 

lengths 10 ft. multiples in popular 

Other perforations available 14”,16” and 18” diam. black casing. 


for your ground conditions. 





Four Field Joints 

Plain ends for welding; 

plain ends with butt straps 

and line-up holes for weld- 

ing; lapped joints for either 
8k a bolting or riveting. 





Write for FREE well casing catalog —----—-------- 


THOMPSON PIPE & STEEL COMPANY 
3007 Larimer Street e Denver 1, Colorado e TAbor 5-1241 


June, 1959 





Driller-Seabee-Contractor R. C. Hoover has come 
a long way since he left the “dust country” and 


it Took Some Doing 


ETTING up a sound, systematic well 
S contracting and pump installation 
business in less than 10 years in the 
midst of strong competition isn’t easy. 
To compete, even on a friendly basis, 
with men for whom you once worked 
as a driller makes it more difficult. 

It took considerable doing, but Ray 
C. Hoover has accomplished just that 
in providing complete water service 
for many homes and industries within 
a 50-mi. radius of his office and home 
in Zion, Ill. 

For the first five years, Hoover was 
“glued to his business’—the Hoover 
Water Well Service. He has since 
gradually found time to enjoy life a 
little and spend more time with his 
family and friends. 

Hoover left the “dust country” of 
Elkton, S.D., back in 1934 and settled, 
with his folks in Zion. A year later, 
at the age of 17, he started drilling 
for a local contractor and “stayed on” 
until 1943. 


Joined Seabees 

He joined the Seabees in July, 1943, 
and was trained in water procurement 
and water evaporation. Based in the 
Galapagos Islands off the west coast of 
South America—a protection base for 
the Panama Canal—Hoover helped 
with the evaporation and processing 
of salt water for supplying fresh water 
to the base. Having entered the serv- 
ice as a first class carpenter's mate, he 
attained the rank of chief petty officer 
as an installer of water evaporation 
units. 

Upon his discharge from the service 


in 1946, Hoover went to work for a 
local contractor. On Jan. 1, 1948, he 
went into partnership with Melvin 
Ehlers, a nephew. 

In 1950, Hoover purchased his 
nephew’s interest in the business and 
“went it alone.” He retained his 
nephew as a driller for a short period 
until Ehlers left to enter business in 
another field. 

Hoover's widespread territory in- 
cludes a large portion of metropolitan 
Chicago’s north side and extends 
northward to Milwaukee and west- 
ward as far as Beloit, Wis. 

Hoover currently owns six drills— 


Driller Marvin Ehlers operates Hoover's 
newest 22-W as it puts down 4-in. well 
for a suburban home near Zion, Ill. 


q 


re 





four Bucyrus-Eries and two Speedstars 

and has a fleet of nine pump-serv- 
ice trucks. He handles everything from 
drilling wells to selling and installing 
water pumps. 

“We do a terrific repair business in 
this area—servicing, freeze-ups, acid- 
izing, for example, plus other emer- 
gency jobs,” Hoover stated to a repre- 
sentative of The Driller. “I guess the 
heavy run of repairs is due mostly to 
changeable weather conditions in this 
humid lake shore region during the 
winter season—sharp temperature 
drops, freezing rains and snow and 
frequent freezing and thawing. While 
it sometimes hampers our drilling 
schedules, our repair crews are kept 
hopping.” 


Hoover Water Well Service is 


primarily a well contracting firm. Ap- 
proximately one-third of its gross in- 
come, however, it attains through 
the sale and installation of automatic 
water systems. The firm is a leading 


~ @ 


Owner Roy C. Hoover keeps records 
of every well drilled. Here he checks 
log to get information for a customer. 


distributor of Fairbanks-Morse pumps 
in northeastern Illinois. 

Records indicate that the volume 
of gross business to date this year has 
remained much the same as for the 
same period in 1958—"a very good 
year!” 

“By the number of well inquiries 
received so far,’ Hoover enthused, “it 
appears that business will at least 
maintain the same high level. Last 
winter, conditions certainly were un- 
suitable for drilling, but we seem to 
have picked up the pace again.” 


Drill Home Wells 


About 90% of the drilling is for 
suburban housing developments, 6% 
for farm wells and 4% for industrial 
use. Some test hole work is occasion- 
ally contracted. 

Residential wells usually run four 
and five inches in diameter; the others 
range in diameter from three to 16 
inches. The average depth of wells is 
150 feet. The average daily footage 
is 40 to 50 feet per rig with annual 
footage per rig estimated at “up to 
9,000 feet.” 

In discussing previous jobs his 
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One of Hoover’s three 22-W's drills a 
5-in. well for a new church in Winthrop 
Harbor, Ill. The driller is Bill Boysen. 


equipment had completed, Hoover re- 
called the deepest well ever drilled, a 
| ,400-ft. industrial well put down with 
his Bucyrus-Erie 60-L. Due to the 
cave-in condition of a band of red 
shale under the sandstone, at about 
1,050 feet, Hoover's men had to do 
“an awful lot of cleaning out.” They 
used a saline solution to freeze up 
the walls of the hole in order to get 
through the formation with their 8-in. 
OD liner. They then had to set in 7-in. 
OD casing. After pulling out the liner, 
they cemented the 7-in. casing at 1,145 
feet and ran open hole to 1,400 feet. 
Production tests ran 140 gpm. 

The most productive well was also 


drilled with the 60-L, an 8-in. diam- 
eter, 295-ft. deep well in Niagara 
limestone. It produced 500 gpm from 
160 feet, with a 71-ft. drawdown and 
a static level of 89 feet, figures based 
on a 12-hr. continuous pump test. 
The well was drilled for Brickman 
Homes, Inc., Sturms Subdivision, Lake 
Zurich, Ill. 

The deepest well with one of his 
Bucyrus-Erie 22-Ws was put down at 
Lakeview Trailer Camp near Zion. 
Starting with a 10-in. diameter hole 
to 133 feet, Hoover's crew ran its 
8-in. OD liner to 580 feet and finish- 
ed the hole at 965 feet in St. Peter’s 
sandstone. It pulled 250 gpm from 
300 feet with a 90-ft. static level. 

In his most unusual operation — 
drilling three hydraulic shaft holes for 
hydraulic presses—Hoover had to re- 
move the folding-type braces on his 
22-W and back the rig in with the 
derrick at half mast. With only a 16-ft. 
clearance below the steel structure of 
the new plant building and with gird- 
ers spaced only 30 feet apart, it took 
considerable maneuvering to get the 
rig in position for drilling each hole. 
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Part of equipment fleet is shown park- 
ed in service yard. Hoover has six 
drills and nine pump-service trucks. 


After guy-lining the derrick to a con- 
crete mooring, Hoover equipped the 
22-W with only a 1,300-Ib. bit, sub 


and socket “to conserve on weight and 
height” and drilled the three shaft 
holes. Two of them were 28-in. diam- 
eter; the third was 16-in. diameter. 
All were 25 feet deep, enough to reach 
clay formation and shut off surface 
water. The shafts were for The Fuller 


Co., which was constructing a gypsum 
plant in Waukegan, III. 

Hoover also pointed out that one 
of his 22-Ws had drilled six of a series 
of wells for toll stations on the North- 
west Tollway in Illinois. They were 
6-in. diameter wells, 350 feet deep. On 
a tollway well near Elgin, a similar 
well was completed with the 60-L. It 
bottomed out at 1,105 feet. 

In spite of varying depths of the 
wells described thus far, Hoover's 
drillers normally run into the follow- 
ing formations: from approximately 
0 to 14 feet, yellow clay; 14 to 145 
feet, blue clay; 145 to 150 feet, glacial 
drift (including gravel, sands, etc.), 
and 150 to 175 feet, water-bearing 
Niagara limestone. 

When visited by The Driller, Hoov- 
er’s +3 rig, a Bucyrus-Erie 22-W, was 
putting down a 4-in. diameter galvan- 
ized well for a suburban home. It was 
drilling at a 175-ft. depth and was ex- 
pected to finish the well at 185 feet. 
Driller Marvin Ehlers explained that 
he had encountered a huge boulder at 
80 feet but was unable to dynamite 
because of the close proximity of city 
mains and other housing units. He 
had to move the rig back 10 feet and 


Between jobs, Driller Ted Bellefeuille threads pipe in the firm's repair work shop. 
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This picture shows Hoover's 60-L just before it was set up to drill a farm well. 
The rig is mounted on a single-axle trailer and is powered by a Buda engine. 


start a fresh hole. He figured the gran- 
ite boulder—uncommon to the Zion 
area—was at least four feet thick. 
“Our only alternative was to move 
the rig,’ Hoover commented. “When 


Marv tried to drill through, the house 
shook, but the boulder just wouldn’t 
give!” 

Prior to this job, the 22-W had com- 
pleted a 4-in., 176-ft. deep residential 
well that pumped 15 gpm and another 
4-in., 163-ft. deep well that also pro- 
duced 15 gpm. Both were in Zion. 


Has Several Jobs 


+7 


The rig, also a 22-W, was 
working on a 5-in. diameter galvan- 
ized well for a church in Winthrop 
Harbor, Ill. Driller Bill Boysen had 
already logged 120 feet and antici- 
pated completion of the well at 186 
feet. He had just come off a 4-in., 
225-ft. deep well in North Chicago, 
and, prior to that, had put down the 
hydraulic press shafts at the gypsum 
plant. 

Equipment-wise, Hoover eventually 
hopes to standardize on Bucyrus-Erie 


drills. Since his first B-E purchase in 
1948—a 21-W—Hoover has owned 
one other 21-W and, later, a Stone rig, 
which he traded in for a 22-W. 

He purchased three 55 Speedstars, 
two of which he still has in his fleet. 
In addition to the 55’s, Hoover now 
has three 22-W’s and a 60-L. All six 
drills are propane-equipped. 

The 60-L is mounted on a single- 
axle trailer and is equipped with a 
Buda engine. The 22-W’s are tandem- 
axle mounted on International K-6 
trucks and are powered by Hercules 
engines. The 55’s are mounted on 
single-axle International K-7 trucks 
and are powered by Continental Red 
Seal and International U-1 engines, 
respectively. 

In addition to a 1959 Chevrolet 
salesman’s car (used in conjunction 
with the firm’s pump dealership), 
Hoover's equipment fleet includes the 
following: 

A 1956 Dodge '4-ton pickup, used 
as a mechanic’s truck; two 1956 Inter- 
national 34-ton panels, which are used 
primarily as well service trucks; two 
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1954 Chevrolet, 2-ton, flat-bed, rig- 
servicing trucks; a 1952 Chevrolet, 
l-ton permanently mounted pump 
truck; and three other rig-service pick- 
ups, racked to carry pipe. The firm 
also owns a trailer-mounted Schramm 
75 air compressor and several portable 
welding units. 

In addition to a two-story, six- 
room home fronting a 20-acre site, 
Hoover has a 40x40-ft. quonset 
building (25 feet high) with an upper 
floor which is used to stock pumps, 
parts, etc. The lower floor houses re- 
pair shop facilities. A small 20 x 20-ft. 
quonset warehouse on the far end of 
the property houses outside stock — 
bits, tanks, etc. Two house trailers are 
available for distant jobs, permitting 
drillers to stay right on the job. 

Since Hoover operates a complete 
sales and service station for submers- 
ible-type pumps (Fairbanks-Morse ) 


he keeps 100 submersible pumps in 


stock. 
“We work a five-day, 40-hour week, 


with emergency service available 24 
hours a day,” remarked Hoover. “Our 
office (adjacent to the quonset shop 
building) is equipped with a Thermo- 
Fax duplicating and filing system. It 
facilitates keeping accurate accounts 
of all our wells and pumping units. 
My wife, Gladys, puts in an average 10 
to 15 hours per week handling the 
payroll, federal tax forms, and she does 
other secretarial duties. She knows the 
business real well but doesn’t par- 
ticipate in estimating or actual con- 
tract work. I take care of those duties 
myself.” 


Well-Coordinated Team 

Most of the members of Hoover's 
10-man organization have been with 
him for several years and have de- 
veloped the firm into a well-coordi- 
nated team. 

Lloyd Hazel, salesman and office 
manager, has been with Hoover since 
1953. Drillers include Marvin Ehlers, 


(Continued on page 68) 


Master Mechanic John Buchholtz handles drill and pump repair from his work 
shop in the headquarters building. Emergency service is available 24 hours a day. 
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One of Miller’s 22-W's puts down 6'%-in. farm well just outside Lawrenceburg. 
Their business reaches its peak during late summer, fall and early winter months. 


Build A Better 





By practicing what they preach, G. E. and H. C. Miller have built 
a highly successful drilling business in the vicinity of Lawrenceburg, 
Tenn. Their firm owns five rigs and has a thriving pump trade. 





ROTHERS G. E. and H. C. Miller 

believe that success in the water 
well drilling industry depends on hav- 
ing good equipment, doing good work 
and coming up with a lot of satisfied 
customers. 

From a humble, one-rig beginning 
in 1947, the Millers have built their 
firm—the Miller Drilling Co., Law- 
renceburg, Tenn.—into an _ outfit 
which today owns five drills and has 
a thriving pump business. They feel 
it’s been done by religiously following 


the good-equipment, good-work and 
satisfied-customer theories they've 
practiced since starting operations 12 
years ago. 

The Millers’ first aim is to satisfy 
their customers. “If our work doesn’t 
come up to a Customer's expectations,” 
said G. E. Miller, “every effort is made 
to give him what he wants.” 

The Millers stand behind each job 
and offer prompt service if some un- 
expected trouble develops any time 
after a well is completed. Few con- 
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tracts are entered into without insuring 
a supply of water. In cases where dry 
holes are drilled, another is often sunk 
at the Millers’ own expense, or a 
minimum extra charge is asked, de- 
pending on the circumstances. 

Customer satisfaction comes through 
doing good work, and to do good work 
takes the best in equipment, say the 
Millers. They own three Bucyrus-Erie 
22-W’s, a Stone model 31 and a 
Cyclone 42, bought as a standby ma- 
chine in the fall of 1957 when the 
firm was 30 days behind schedule in 
filling contracts. 


Seek Contracts 


“It takes a lot of hustle to keep five 
rigs working as much as possible,” said 
G. E. Miller. “People for whom we've 
drilled wells usually recommend us to 
neighbors, which accounts for a good 
deal of our business. But we must still 
scour the countryside looking for jobs, 


personally contacting homebuilders 
and prospective homebuilders in an 
effort to draw up contracts for putting 
down their wells.” 

To keep the five rigs working, the 
Millers accept jobs within a 60-mi. 
radius of Lawrenceburg. Ground for- 
mations in this area range from very 
hard multi-cleaved flint to compara- 
tively soft limestone. Records of the 
firm show that each of its machines 
drills an average 100 feet per week 
through such material. During 1958, 
for example, about 24,000 feet of 
614-in., 8-in. and 10-in. diameter holes 
were put down for wells which bot- 
tomed out at an average 97-ft. depth. 

About 90°% of the Millers’ business 
consists of farm and rural home wells. 


H. C. Miller looks on as driller William 
L. Holmes operates controls of 22-W 
sinking 6%4-in. hole for rural home well. 
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Some school and a few industrial wells 
have been drilled. Industrial contracts 
are rare, however. Because land in and 
around Lawrenceburg usually lacks 
sufficient water to meet large indus- 
trial needs, industries are forced to 
look elsewhere for their water supplies. 

The Millers claim most business 
comes from word-of-mouth advertis- 
ing — customer recommendations to 
neighbors. However, G. E. and H. C. 
Miller also believe there’s considerable 
value in keeping a firm’s name before 
the public eye. They run ads in three 
local papers; co-sponsor a one-half 
hour noontime farm and home show 
over a Lawrenceburg radio station five 
days a week; pass out calendars yearly; 
and occasionally give novelty items to 
customers and prospective customers. 
The Millers have also circulated a 
pamphlet called “You Need Water”, 
which has suggestions for drilling and 
maintaining a well and lists qualities 
of a reputable driller. 

The Millers tell a variety of interest- 
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ing job stories. One is recalled with a 
great sense of pride and accomplish- 
ment. It involved drilling about 3,500 
feet of test holes near Tuscumbia, Ala., 
for the United States Geological Sur- 
vey. The project was started in Sep- 


tember, 1957, and completed eight 
months later. USGS officials said the 
Millers worked 25% faster than any 
drilling contractor previously on the 
job. A 22-W accomplished the task, 
working six days a week to finish up 
in record time. 

G. E. and H. C. Miller say they 
have had some tough holes but the 
toughest job they encountered was on 
the USGS contract. 


A 22-W drills well on two acre lot, which 
is the site for a new home. Hole was 
expected to bottom out at 65 feet. 


Here’s what happened. The 22-W 
started out fine, drilling down some 25 
feet through sand and gravel over- 
burden. But then a layer of solid rock 
was encountered. Below this was hard, 
cleaved Ft. Payne limestone. Accord- 
ing to G. E., its crevices were filled 
with gravel and water. The 22-W next 
came upon a boulder that had to be 
blasted with dynamite. One such diffi- 
culty after another was faced. Three 
weeks and three boxes of dynamite 
were required to finish the job. The 
hole bottomed out at 125 feet, pro- 
ducing 500 gpm. 


Drill Deepest Well 

The Millers surprised geological ex- 
perts and other drilling contractors a 
few years ago when they got water 
from a 1,370-ft. deep well—their deep- 
est—drilled in an area thought to con- 
tain no water. It was put down on a 
farm near Anderson, Ala., through a 
formation of limestone and the “hard- 
est Knox dolomite we've ever come up 
against,” said G. E. A 10-gpm flow 
was obtained at 250 feet. At 1,370 feet, 
the well spewed forth 100 gpm, more 
than enough to meet the farmer's 
needs. The job, started with a 21-W 
and finished with a 22-W, took be- 
tween six and seven weeks. 

In addition to drilling, the Millers 
sell, install and service water well 
pumps. Two full-time employees do 
nothing but pump service work. They 
are sent to school every year for a re- 
fresher course and to learn about latest 
developments in the pump line. Parts 
are stocked for five different makes of 
pumps, and the firm’s office-mainte- 
nance building has a shop devoted to 
pump repair and overhaul. 


The Driller 





Small part of Miller's equipment lineup is seen parked 


in yard surrounding 


headquarters building. Millers accept jobs within 60-mile radius of Lawrenceburg. 


The Millers view their pump busi- 
ness as being as important to the suc- 
cess of the firm as drilling. 

“In this day and age,” related G. E., 
“you must expand and diversify or de- 
teriorate and die. There’s no such 
thing as standing still. We wouldn't 
be the outfit we are today if it weren't 
for our pump business. And we're not 
stopping here. Future plans include 
handling a complete line of bathroom 
fixtures and filtering equipment and 
going into plumbing work.” 

Headquarters for the Miller Drill- 
ing Co. is a quonset-type building 40 
feet wide by 70 feet long, located some 
six miles east of Lawrenceburg on U.S. 
route 64. Cement blocks freshly 


painted white make up the building's 
front. Corrugated metal covers the 
half-circle frame, making for a sturdy, 
long-lasting structure. Towering trees 
shade a surrounding graveled yard 
where drill rigs are parked and quanti- 
ties of pipe casing are kept. 

Inside, the building is partitioned 
into thirds. The front third is reserved 
for office and display space; the middle 
third for the pump repair and overhaul 
shop; the last third for the mainte- 
nance shop. 

The Millers are fully equipped to 
handle any drill rig maintenance, ex- 
cept major motor repair. Their equip- 
ment includes, among many other 
items, a 200 amp electric welder, 
acetylene torches, and spray guns with 
compressors for painting the drills, 
each of which is given “a coat every 
other year to keep it looking like new.” 

The Miller’s drilling business reach- 
es its peak during late summer, fall 
and early winter months — months 


(C ntinued on page 68) 


This is G. E. Miller, who founded the 
company in 1947. Today the firm owns 
five drill rigs, including three 22-W's. 





For this Ohio drilling contractor, 
finding capable men to run his rigs is 


No Cause 
for Concern 


RILLING contractor R. O. Grim, 
of Homeworth, Ohio, has never 
had any need to ponder over the cal- 
iber of the four men he has operating 
his drilling equipment. They've all 
been around drilling rigs ever since 
they were able to walk, and no letters 
of recommendation were necessary 
when Grim first placed them on his 
payroll. He knows their backgrounds 
better than anyone. He should. He’s 
their father. 
The qualifications of his head book- 
keeper are also pretty well known to 
63-year old Grim. She’s his wife, 


R. O. Grim often visits job sites to see how boys are progressing with work. 


Sarah, a tireless ball of energy who, as 
a sideline to her bookkeeping chores, 
gave birth to and raised Grim’s brood 
of an even dozen children—eight boys 
and four girls—who range in age from 
eight to 32 years. 

About one half of the firm’s activ- 
ities is devoted to drilling farm and 
home water supply wells within a 
20-mi. radius of Homeworth, a tiny 
Ohio town located about 70 miles 
southeast of Cleveland. The other half 
is devoted to drilling oil and gas wells, 
which the firm will tackle within a 
100-mi. radius of Homeworth, and 


Here 


he watches John empty bailer on 22-W. The firm owns two 22-W's and a 60-L drill. 











Lou and John Grim had this 22-W at 
work drilling a 6-in. diameter well for 
a farm located northeast of Homeworth. 


occasionally farther than that. Most 
of the oil and gas work is done under 
contract for large oil companies. 

Base of operations for the firm is a 
180-acre farm located just outside 
Homeworth. Grim and the boys find 
time to run the farm in addition to 
their drilling business. 

At the time of The Driller’s visit to 
the Grim operations last November, 
work horses on the firm’s equipment 
roster were a trailer-mounted Bucyrus- 
Erie 60-L drill and one 22-W, which 
is mounted on a 1951 Ford F-6 tan- 
dem truck. The 60-L, which is power- 
ed by a Buda engine equipped to burn 
propane gas, is used largely on oil and 
gas work. The 22-W, powered by a 
Hercules engine, handles the majority 
of the firm’s water well drilling. 


Add Second 22-W 

Since then, another 22-W has been 
added to the firm’s line of drills. It 
is mounted on an International K-6 
tandem truck and ts used for drilling 
oil wells in Taylor and Green coun- 
ties, Ky. This rig is operated by the 
Grim’s oldest son, Grant, who, after 
serving two enlistments in the U.S. 
Army, has been living in Greenville, 
Ky. 

A fourth drill, a home-made rig, 
is currently set up over an oil well on 
a lease near Homeworth to which 
Grim holds the oil rights. The rig is 
started up and drilling is continued 
on the well during occasional slack 
periods when one or two of the boys 
can be spared from the other rigs. 
The hole was 600 feet deep late in 
November. Grim already has four 
producing wells on the lease. 

In addition to the drills, the firm 
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owns a 58 Chevrolet !4-ton pickup 


SS International 434-ton 
pickups and a 2-ton, 4-wheel-drive 
Chevrolet. The firm also has four 
other trucks of miscellaneous makes 


truck, two 


and vintages. 

“A drilling contractor just can’t af- 
ford not to run good equipment,” 
Grim stated. “All of ours is the best 
available, and it’s kept in good shape. 
That’s so important in this day and 
age. Labor costs have risen to such a 
high level that any labor or time-sav- 
ing devices certainly can’t be classed 
as luxuries—they’re necessities.” 

The company took on a test drill- 
ing project in Columbiana County for 
Sunnyside Coal Co. last year. The 











The Grims’ Bucyrus-Erie 60-L is shown here working on a gas well near Coshocton, 
Ohio. In front of doghouse is Caterpillar D2 dozer, used for clearing job areas. 


project, which involved drilling 38 
coal test holes to depths of between 
30 and 80 feet with the 22-W, was 
completed in 38 days. 

The Grim’s forge and_hard-sur- 
face their drill bits. On most of the 
water well drilling work, the bits are 
hard-surfaced. The bits used on oil 
well work are generally forged. 

“When we purchased our first 
22-W back in 1953,” Grim recalled, 
“we operated it along with an older 
Cyclone rig. For a spell there, Lou and 
I had the two rigs going night and 
day to catch up on back orders for 
new wells. We drilled 12 wells in 14 
days during one period. But that was 


a grind we don’t care to experience 
again.” 


Started career 40 years ago 

The senior Grim launched his drill- 
ing career some 40 years ago, when 
he began dressing tools for an oil and 
gas well drilling company up in Me- 
dina County, Ohio. He soon purchased 
a half-interest in a rig with another 
driller and drilled oil and gas wells 
in that area until 1943, when he mov- 
ed to Homeworth. 

“We were still drilling only oil and 
gas wells when we moved here,” he 
recalled. “We branched out into water 
well drilling almost at the insistence 
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of people who wanted us to drill water 
wells for them.” 

Grim has turned a major part of 
the management of the business to his 
son Lee, 30, who kiddingly boasts that 
he has been drilling “for almost 30 
years now.” Major decisions, however, 
such as the purchase of new equip- 
ment, etc., are made only after mom 
and dad Grim, Grant, Lee, Lou, 25, 
John, 21, and Paul, 19, have voiced 
their opinions of the proposed move. 


Drill Gas Well 

At the time of The Driller’s visit, 
the 60-L had been working on oil and 
gas wells for over a year at Coshocton, 
Ohio, for the Robertson-Williams Oil 
Corp. of Newark, Ohio. Lee and Paul 
were teamed up on one of these wells, 
staying overnight in a rented cabin 
near Coshocton, which is located 75 
miles southwest of Homeworth. Lou 
and John had just got started with 
the 22-W on a 6-in. water well for a 
farm located 15 miles northeast of 
Homeworth. 

Broken and unpredictable ground 
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formations make this section of Ohio 
one of the toughest drilling areas in 
the entire state, according to the 
Grims. “When you start on a well 
around here,” R. O. Grim stated, “you 
never have the faintest idea how deep 
you'll have to go or what type of for- 
mations you'll run into. At anywhere 
between 300 and 600 feet, you'll in- 
variably run into a formation called 
“Big Injun” sand. This often produces 
good supplies of soft water. Some- 
times, however, you won't get any 
amount of water from this stratum. 
About 50 miles south of here, you'll 
hit salt water in the “Big Injun” and 
100 miles south you often run into 
oil. 

“Just to give you an idea of the un- 
predictability of the ground forma- 
tions,” he continued, “we drilled a 
well for a home some time ago in 
which we hit soft water in a streak 
of shale at 107 feet. We drilled an- 
other well just across the street from 
the first to a depth of 109 feet. This 
one bottomed in sandrock and pro- 
duced hard water.” 

The firm installs 51-in. and 7-in. 
standard oil field pipe in all its wells. 
No pipe is stocked because of the 
proximity of a pipe supplier who can 
supply the needs for individual wells 
on very short notice. Most of the oil 
and gas wells are started out at eight 
inches in diameter but are later re- 
duced in size and finished at 6-in. or 
5-in. diameter. 

“We've never lost a dime through 
customers failing to pay for work we 
did for them,” Grim stated proudly. 
“T think there’s a good reason for that, 
too,” he added. “Whenever a customer 


Here’s John Grim at the controls of the 
60-L on an earlier Coshocton gas well. 
This one finally bottomed at 1,100 feet. 





Lou Grim points out shield which has 
been bolted to drill frame over Hercules 
engine to protect it from oil, grease, etc. 


calls on me to drill a well tor him, 
I'll ask how he intends to pay for it. 
If it’s to be in installments, I always 
suggest that the be small 
enough so that he can be sure of mak- 
ing them at prescribed intervals. It 
small 


payments 


seems that if the 
enough, the customer is always able 


payment 1s 


to scrape up enough cash to make it.” 


Use Best Materials 


Grim firmly believes in charging 
whatever is necessary to complete a 
quality well, in which only first-class 


materials are used. Occasionally a cus- 
tomer will gripe about the cost being 
too high, but as a rule, when that cus- 
comer realizes that he has been de- 
livered a quality well and that every 
cent of his money was well-spent, he 
becomes a fervent Grim booster. The 
word-of-mouth advertising generated 
by this type of customer, Grim claims, 
is worth more than any other type of 
advertising he could use. 
“Competition is pretty tough here,” 


R. O. Grim (L 


Grim revealed, “and it takes a repu- 
tation for quality work to stay in 
business.” 

If they continue to uphold the repu- 
tation for quality work which they 
have built up through the years, this 
family will have no trouble holding 
its own in the stiffest of competition. 
The future, indeed, doesn’t look grim 
for the Grims. 


poses next to one of the firm's trucks with sons Paul, 19; Lou, 25; 


and John, 21. The boys, who have been around drill rigs ever since they were old 
enough to accompany their dad to job sites, have inherited his love for drilling. 





Talk about a 
full line... 








You get it in SUMO Submersibles! 


Yes — the SUMO line includes a size for every need — from '3 hp to 120 hp. Best of all, 


a SUMO gives you topnotch quality at competitive prices. That’s a mighty important thing 


these days, because it means you save your valuable time two ways — 


FIRST, you don’t have to go “shopping” to SECOND, by installing a SUMO, you save call 
get what you need for what you want to _ backs for repairs and adjustments. The SUMO 
pay. Just tell your distributor you want design is tops — it combines built-in quality 
a SUMO. He can give you any size you with time-tested features. A SUMO is one of 
want... at competitive prices. the most dependable pumps going today. 
REMEMBER. .. always ask for SUMO for any pumping need 


DISTRIBUTORS! Distributorships are still open in some areas. 
Write for details. 


SUMO PUMPS INC. 
P.O. Box 983 Stamford, Conn. Dept. D 


Warehouse Stocks: Stamford + Dallas * San Francisco 
The Complete Line from 1/3 hp to 120 hp 


June, 1959 





@®eeeee7eee¢ee7ee7#eee#e3eee¢éeecee?e¢ée¢?ee¢ee?ee¢e¢6e¢ee82 @ 


eeoeoeeeevoeaeses ee eeeeeeeeeeveeeeeeeeeeeeeeeeeeeeeees 





AIIAUAS NI LS34G JHL AG GaANIva 


‘eueIpuy 

‘puowiyory “UOIsIATG [[liq ‘Auedwog otuq-sniAong “10jnNqLIystIp Y-g Ino Aq petjddns 
syed otug-snidong A[uo asn ‘gol ay} Jo ayes oy} 10} pue ‘ayes S.[[LIp INOA 10} ‘OG 

*s[00} Surysy pue 

Sul[[tIp peaoidde jo oul, ajJejdwiod ve snjd adIAJes sjied jJlays-9y}-yo JuedIed Gg 

JaYO SIOJNQLISIP VsoY,J, “SSOUISNG BY} UI SIOJNQIIYSIP JO Y1OMJOU BAISUB}X9 JSOUI OY} 

sey olig-sniAong pue*** syed WY-q euInues A[UO Selle JOjNqLySIp o14y-sn1AoNG 
INOX “Wa[qoid Sty} sdeJ JOU pseu NOA ‘s{[LIp sliq-sn1AONg YIM ‘asInod JO 

‘atam Ay} esnedeq — J9Yy}JO YOva JO} aspeul 91am Ay} JI se UNI [[IM s}ied uotued 

-WO0d S}I pue iveas J9Y4}O OY, ‘PepUsWIUIODeI JoAVU PUB ‘A[}SsOO AT[eNsN ‘snoJesuep 
SOUTJOWIOS SI POYJOU SIWT, “BUOT V1OJaq aTqnod 9q [[,e104} .°74 [[IM,, 242 UIT 

‘S][p oligg-snaAong INOA UT Yy}OG Wey} JUNOUI 0} st ABM 

OIWBWILIP VIOU B YNg ‘S[eJEUL JO SOT|STI9JOVIVYO VY} OUILUIE}ap 10 YOUI [QQ 0} Ale}eI 
-NdIe SUOTSUBUIp oINSveU 7eY} SBDTAVP YIM AT[VOYIZUSIOS poredulod oq ued AVY, 

‘yno puy 0} SABM OM} JIB 

a10y} 3Nq ‘a<dUdJEYIp oy} ves }.Uvd NOX “yYoid sty 1OJ JoINpORjnueWw .4y [[IM,, eB Aq 

OPeUL SI 19Y}O OWT, “[[Mp eliq-snaAong & JOj atiq-sniAong Aq epeuUi SI [a1 SUISBD BUG 


é6ANOHd 241 St UEMy qory 





News of the 


month 





Catalog Provides 
Easier Pump Selection 


A pump catalog that simplifies pump 
selection by sectionalizing all basic 
pump information on facing pages has 
been designed by the F. E. Myers & 
Bro. Co. for its new line of Olympian 
pumps. 

The full color catalog, Section 102, 
uses only 12 pages to present basic 
sales information on a complete jet 
pump line, plus selection information 
on the pumps and their accessories. 

A unique feature of the catalog is 
the use of a color coding system to 
assist the dealer in selecting the right 
pump and ejector package at a glance. 

The name plate of each of the three 
different series of the Olympian pump 
line has been coded with a different 
color. This same color coding is carried 
through as the basic color on the cata- 
log page describing the pump. Similar 
color coding is used on identifying jet 
packages and on the pump cartons 
themselves. 

The new Myers’ Olympian catalog 
also has employed a new numerical 
and letter coding system for identify- 
ing pumps, jet packages and tanks. 
Each letter and number is an abbrevi- 
ation for a description of the unit. 

For further information write the 
F. E. Myers & Bro. Co., Department 
TD, Ashland, Ohio. 


Fairbanks-Morse Names 

Dealer Dept. Manager 
Fairbanks-Morse & Co., Chicago, 

Ill., has announced the appointment 

of James L. Marsh as manager of its 


dealer department at the firm’s New 
Orleans (La.) branch. This territory 
covers Louisiana, Alabama and most 
of Mississippi for the sale of water sys- 
tems, small pumps and light plants. 

Marsh comes to New Orleans from 
the dealer division offices of Fairbanks- 
Morse in Chicago. Previous to that he 
worked for the firm in its Baltimore 
office. He succeeds Jack Spellman who 
was for many years dealer department 
manager in New Orleans. 


Tait Announces 
Simplified Submersible 
A greatly simpli- 
fied 13 hp 2-wire 
submersible pump 
has been introduc- 
ed by Tait Mfg. Co. 

Known as the 

Rapidayton 3 Star, 
this new submers- 
ible has an oil-fill- 
ed Tait motor of 
radically different 
design and reaches 
to a depth of 90 
feet at full 40 
pounds. 

The pump in- 
cludes 60 feet of factory attached cable 
and overload protection. 

The 3 Star “plus power” motor has 
no capacitors or starting relays and 
the third wire has been eliminated. 
It can be installed easily and inex- 
pensively and is remarkably free from 
maintenance problems, the company 
claims. 

Stage construction features the pat- 


(Continued on page 40) 
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REDUCE SERVICE CALLS 


GET BETTER FOOT VALVE OPERATION 


Milf, 


WITH 
STRATAFLO 





FOOT VALVES 


Save the cost of foot valve serv- 
ice calls by installing Strataflo 
Foot Valves. Valves have only 
one moving part. No springs. 
The Buna-S rubber poppet won’t 
stick or leak. Wire brass strainer 
won’t clog or corrode. These 
valves reduce wear and tear on 
pumps, increase water flow and 
stop leakage. Ideal for jet-type 
pumps. Order Strataflo Foot 
Valves today to reduce service 
headaches. Write for bulletin 
number 103 showing Strataflo 
Foot Valves and Check Valves. 


Order from your jobber. 


j 


ot 


STRATAFLO PRODUCTS, INC. 


FORT WAYNE, INDIANA 


June, 1959 
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CANT GET 
17 OUT ? 











WILLIAMS 


LUT-OUT-SEAL 


PUMP ADAPTERS 


Install 


—_— 


- Patented design provides quick 
positive seal 

4 ° Units can be removed at any time 
without forcing — No special 
equipment needed 

* Resealing is equally easy and 
always positive 

* Will not “freeze” in place 
in well 


Exclusive features mean extra 
value and satisfaction. 








See your distributor or mail 
coupon today for illustrated 
literature. 





WILLIAMS PRODUCTS CO. 
P.O. Box 1181, Joliet, Illinois 
Please send information about Williams Lift-Out- 
Seal pump adapters. 


Name . 
ee 
ST Danica 

My Distributor is 
City . 





News... 


(Continued from page 36) 


ented “Double Life” design which in- 
corporates hydraulically-balanced ny- 
lon impellers and stainless steel cases, 
both highly resistant to abrasion. 
Larger impeller dimensions and a co- 
axial diffuser give 56° more pressure 
per stage. 

Capacities range up to 520 gallons 
and pressures to 60 pounds can be 
obtained. 

For further information write The 
Tait Mfg. Co., Department TD, 500 
Weber St., Dayton 1, Ohio. 


Fittings Package Locates 
Pressure System Controls 

A new “Wel-Site” control fittings 
package for locating pressure system 
controls for pitless units at well sites 
has been announced by the Duplex 
Mfg. Co., Superior, Wis. 

The “Wel-Site”, for either submers- 
ible or working head pumps, saves 
wire and labor, gives fire protection 
and greatly facilitates future servicing 
of the well, according to the manu- 
facturer. 

A free catalog sheet describing the 
Duplex “Wel-Site” package and its 
many installations is available by writ- 
ing Duplex Mfg. Co., Department TD, 
Superior, Wis. 


Penn Markets 
New Pump Switch 

A new two-pole pump switch, desig- 
nated Type 160, was introduced re- 
cently by Penn Controls, Inc., Goshen, 
Ind. 

The switch offers: 1) Straight-in 
terminals, which eliminate the need 


(Continued on page 44) 
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A MAN WHO 
KNOWS QUALITY 


SELLS 
REDA 


.THE BEST PUMP 
FOR ANY JOB! 


Yes, a Reda Dealer is truly a “Man 
who knows Quality.” He sells a product 
with a quality reputation, REDA Sub- 
mergible Pumps 

A Reda Dealer is known by the quality 
of the equipment he sells and the service 
he gives to his community and neighbors 
He believes in fair, honest business prac- 
tices and confidently stands behind the 
equipment he sells. He knows he can do 


so with REDA because of its top quality 


: ontiat 
ae Ss 
=. : and superior performance. 


HERE IS WHY: 

1. REDA LEADS THE FIELD — The original 
submergible pump — the product of over 35 years 
experience. 

A COMPLETE LINE from 1/3 to over 300 H. P. 
—over 100,000 units installed. 


A SOUND MARKETING PROGRAM — trained 


field personnel serve Reda dealers across the nation. 


Dynamic sales promotion aids and national adver- 


tising are designed to sell pumps. 


If you want to 


salt iil. i A) REDA PUMP COMPANY 


obtain better BARTLESVILLE, OKLAHOMA 


pump profits, BRANCHES OFFICES: 


tact REDA 1831 Golden State Highway 2909 LaFayette 102 Austin Highway 80 
cai Bakersfield, California Waterloo, lowa Midland, Texas 


TODAY! 2126 S. Kalamath 215 4th Street 3707 N. McCollough 
Denver, Colorado Trenton, New Jersey San Antonio, Texas 


June, 1959 




















Cable Acts as 
Sucker Rod 


No Drop Pipe 
or Sucker Rod 
Required 


Well Casing 
Acts as Large 
Capacity Drop 
Pipe 


Sochris 
Pump May Be 
Lowered or 
Raised Quickly 
to Any Depth 
Desired for 
Pumping 


SOCHRIS “WELL DRILLER’S PUMP” 


SAVE TIME! 


LABOR! MONEY! 


No drop pipe . . . No sucker rod needed... 
pump operates by cable from rig . . . auto- 
matically seals off casing . . . gives a real 
clean-out . . . and accurate capacity test... 
too. Eliminates bailing. 


You can set this pump and begin clean-out 
within ten minutes after you finish drilling. 


Available for all casings 3” and up... high 
capacities too. 


What Users Say 


‘For three years we have been using your 
drillers Test Pump. It is a big time saver. 
We just cannot afford to be without it in 


these days of high labor costs.”’ 


‘“My pump | bought from you worked 


swell. | had the well going in no time.” 


“| figured your 8” pump paid for itself 


on one job.” 


“Certainly found the pump indispensable 
for cleaning out and completing the well. 
By bucket method this well would never 


be cleaned.” 


Write for Bulletin 
Advise I. D. of Wells 


., PATENTED PATENTED. | 


OCHRIS DEVELOPMENT COMPANY 


WILMETTE 


; BOX 82 ILLINOIS 


Phone Alpine 1-1155 
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room 86Division | Address 
conrorarion g 


GET YOUR PUMPING JOB 
DONE DEPENDABLY with the 


DEEP WELL 


Now! Check these quality pump 
features that mean real pump 


value for your pumping dollar: 


@ OIL or WATER Lubricated Models 

@ MOTOR, BELTED or Gear Drives 
available. 

@ QUALITY ALLOY steel lineshafting 

e@ CHROME PLATED bearing surfaces 

@ ALL BRONZE bushed bow! bearings 

@ ABRASION RESISTANT porcelain 
coated impeller 

@ HIGH PERFORMANCE bowl design, 
construction 


GPM Deep Well Farm Pumps offer 
economy in first cost, operation; 
dependability in all duties; quality 
construction throughout; top per- 
formance and minimum mainte- 
nance—all the features you’ve 
always wanted. 




















SPECIFICATIONS: 5-125 HP MOTOR 
SIZES ¢ 200-1600 GPM CAPACITY RANGE « SET- 
TINGS TO 300 FT. © 5”, 6”, and 

8” COLUMN SIZES « 8”, 

10”, and 12” 

BOWL SIZES. 


a 





A GOOD PUMP-A GREAT BUY! 


won 
Putting Ideas to Work | PEERLESS PUMP DIVISION 
| 301 West Avenue 26, Los Angeles, California 


Please send me PEERLESS PUMP BULLETIN No. B-800 
Peerless ; Modern Design in Deep Well Farm Pumps. 


Pump | Name 








City 





Plants: 





Los Angeles 31, Calif. and Indianapolis 8, Ind. 


June, 


1959 





News... 


(Continued from page 40 


2) pre- 


for bending or looping wires; 
formed diaphragm to reduce stretch 
and strain; 3) compact size (scarcely 
larger than a pack of king size cigar- 
ettes); and 4) simplified mechanism 
with no knife edges or “multiplication 
levers.” 

The Type 160 is rated for | hp at 
120 or 240 volts A.C., single or 2-3 
phase. A 14 hp, 32 volt D.C. rating 
also applies. The range of the new 
switch is 15 psig., minimum cut-in, 
to 65 psig., maximum cut-out. 

Complete information on this new 
pump switch is provided in bulletin 
3192, which may be obtained by writ- 
ing Penn Controls, Inc., Department 
TD, Goshen, Ind. 


New Multi-Stage Pumps 
Introduced by Jacuzzi 


Jacuzzi Bros., 
Inc., has introduced 
a complete new 
line of high-pres- 
sure, multi-stage 
water systems for 
domestic use. Call- 
ed the Starline, the 
new pumps have 
been especially de- 
veloped to provide 
the greater vol- 
umes of water and higher pressures 
required for today’s automatic laun- 
dries, dishwashers, lawn spinklers and 
multiple baths. 

The new multi-stage line is avail- 
able in five separate series for shallow 
and deep wells to meet a wide range 
of pumping conditions. The jet sys- 
tems are self priming, even for lifts 
to 400 feet, and offer a number of 


engineering improvements to provide 
completely automatic performance. 

A new simplified mechanical design 
assures longer life and, with new 
methods of assembly, permits produc- 
tion of the new high-pressure, multi- 
stage systems at little or no increase 
in cost over previous single-stage 
models. 

The new Starline systems are being 
marketed nationally through author- 
ized dealers carrying the company’s 
Jacuzzi and Universal pump lines. 

An eight-page illustrated bulletin 
is available. Write Jacuzzi Bros. Inc., 
Department TD, 4100 Bayless Ave., 
St. Louis 23, Mo., or 5237 Jacuzzi 


Ave., Richmond, Calif. : 


Goulds Offers 
Checkout Booklet 
A handy new checkout booklet has 


been prepared by Goulds Pumps, Inc. 
Smaller than your hand, the booklet 


gives all the information needed for 
checking out NEMA standard Frank- 
lin and U.S. Electric Motors used on 


: , 5 
(Continued on page D4) 


“| live next door, and | think it's only fair 
to tell you that if you hook onto our vein, 
we're going to charge for the water.” 
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Announcing 


a NEW Bucyrus-Erie Distributor 
for DRILLS, TOOLS and PARTS 


GILL DRILLING 
EQUIPMENT CO. INC. 


P.O. Box 66 — Foxon Road (Route 80) 
NORTH BRANFORD, Connecticut 


° 
€ ONTAR\ 
ps 
v 


12-State Territory: Entire states of {_ 
Maine, New Hampshire, Vermont, Massa- c 
chusetts, Connecticut, Rhode Island, New Zp Ista 
Jersey and Delaware; District of Columbia, aes 

f a PENN SY¥AVANTIA North 
and portions of New York, Pennsylvania, Branford 
Maryland and Virginia. The company is 
managed by W. Irwin Gill, president, and 
O. B. Gill, vice-president, both thoroughly 
acquainted with water well-blast hole equip- 
ment needs in the area. 


VIRGINIA 





This new distributor offers complete modern sales and service 
facilities, reliable maintenance and repair work, and _ fully 
adequate parts inventory on: the all-new 30-R rotary; the 4-way 
combination 1-W, and the popular 20-W, 22-W, 60-L, 28-L 
and 36-L cable tool well drills, plus a complete line of blast 
hole drilling equipment. 

Stop in soon and talk over your drilling needs with the 


friendly, experienced personnel at North Branford. 


wise 


BUCYRUS -ERIE COMPANY 


P.O. Box 324 ., U.S. Hwy. 40 West 
Richmond, Indiana 
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ALL BRONZE IMPELLER, VENTURI AND NOZZLE 


IF IT’S GOOD...DURO’S GOT IT! 


' 
q ] 
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SHALLOW WELL WATER SYSTEMS 





WHOLESALERS: Write, wire, or telephone for details about the 
new Jet-Ace and the complete Duro line. Territories now open. 
DEALERS: Take advantage of the industry's hottest item. Write 
for details and name of nearest distributor. 





YOUR CHOICE 
HORIZONTAL OR 
VERTICAL... 
Take your choice. Duro 
gives you both horizontal 
and vertical tank ar- 
rangements at the same 

low, low price. 








BITS from the 


wit sharpener 





A pretty young thing was being pre- 
pared for an operation at the hospital. 
The nurse helped her remove all her 
clothing, put her on a portable table 
and threw a sheet over her. Presently 
two men clothed in white came down 
the hall, paused at her side, lifted the 
sheet for a moment and then went on 
their way. 

“When are you going to operate?” 
she called after them. 

“Darned if I know, Lady, we're only 
the painters.” 


Old gal: “Little boy, throw that 
cigarette away immediately!” 

Little boy: “Lady, are you in the 
habit of speaking to strange men on 
the street?” 


The driller and his new bride spent 
their first night in a rustic hotel. The 
husband went down to the dining 
room the next morning for a quick 
breakfast and, on returning to the sec- 
ond floor, he noticed to his horror that 
none of the rooms had numbers. In 
trying to find what he hoped was his 
room, he knocked on a door gently, 
purring, “Honey, honey, oh honey, 
honey?” 

From within came an answering 
bellow. “This is a bathroom, you idiot, 
not a beehive.” 


“Ah wins.” 

“What you got?” 

“Three eights and a pair of kings.” 

“No you don’t, Ah wins.” 

“What you got?” 

“Three sevens and a razor.” 

“You sho do. How come you is so 
lucky?” 


The clanging noise made by the 
garbage collectors aroused the family. 
The housewife suddenly remembered 
she had forgotten to put out the gar- 
bage. With her hair in curlers and 
her face shiny with various creams, she 
sleepily leaned out of the window and 
called to the collectors, “Am I too late 
for the garbage?” 

“Certainly not,” replied one of the 
collectors, “hop right in.” 


“What makes you think your wife 
is getting tired of you?” 

“Every day this week she’s wrapped 
my lunch in a road map.” 


Little Johnny had acquired the habit 
of using profane language, so his 
mother told him if he used a bad word 
again she'd pack his clothes and turn 
him out. 

But habit was strong and Johnny 
forgot himself, so his mother immedi- 
ately packed his clothes and put him 
out of the house. 

He stood outside for almost an hour 
with his mother watching him. Finally 
she opened the door and asked him 
why he did not leave. 

“I was wondering,” he said, “where 
the hell I would go.” 


The very pretty girl had just step- 
ped from the shower and was reach- 
ing for a towel when she caught sight 
of a window washer taking in all of 
her charms. She was so embarrassed 
that she was unable to move. She 
stood frozen, staring at the man. 

“Whatcha looking at lady?” the 
man finally asked. “Ain’tcha never 
seen a window washer before?” 
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Sell the “Water System of Tomorrow” 





--- FODAY! 
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FIRST All-at-the Well System ! 


Sell the “nearest thing to central water convenience” for faster 
profits, enthusiastic customers — with new MORRISON Aqua-Flo 
WELL-TANK SYSTEMS! New exclusive Well Head Unit per- 
mits burying tank right at the well. Avoids pressure tank nuisance 
in the home, avoids pump house or pit, lost space, extra adapters, 
conduits, extra welding. Well Head Unit fits well casing without 
welding or cutting, includes built-in check valve, snifter-type air 
charger, junction box, tank intake connector, thermostatic heater 
and ports for ventilation and service. You save installation time 
and labor, do a better job faster. 

Check ALL the advantages of the new Aqua-Flo WELL-TANK 
SYSTEM NOW. Fits well casings from 4” to 7” without adjust- 
ment. Tank sizes, 60, 120 and 265 gallons. Use with submersible 
pumps. Meets all sanitation codes. Provides a “‘main” type water 
system often at savings of hundreds of dollars for your customer. 


New Aqua-Flo Well- 

Tank System simplifies 

water supply to other ‘ l 
e 


ildi COMMUNITY 
buildings. conn NI 


° 
Be FIRST in your town : THE COMPANY 


with the latest! Check Dept. D, 125 W. Melvina St., Milwaukee 12, Wis. 


the Coupon for the { ; 
whole story. Quick! Tell us more about the advantages of the new MORRISON 
l Aqua-Flo Well-Tank ‘Water System of the future.” 





I Name . 
| Address 


l PNNIIN OIE Ss copscessnsiviansies P 


June, 1959 





The modern fittings for flexible 

plastic pipe that are built 

to outlast the life of the piping 

system in which they serve. 
Priced with the lowest, Poly-Plus Blue 
Insert Fittings perform with the best. 
They’re durable, corrosion resistant, light- 
weight and easy to assemble. 


Why pay for the more expensive steel or 
brass fittings? Poly-Plus Blue Insert 
Fittings are unmatched for serviceability. 


PLASTICS DIVISION 


Ells, Tees, Elbows, Adapters ie 


Also available in 
Sizes '/2" to 2” Manufacturing Company 


Write for descriptive literature, TODAY. Ashland, Ohio © Vernon, Calif 





QUALITY. Upgrades the 
performance of plastic 
piping systems. 


7p 


i 


RESILIENT. For 


rugged strength 
and durability. 


o~ 


CORROSION 
RESISTANT. More 
chemical resistant than 
copper or brass. 


HEAT RESISTANT. 
Excellent performance at 
elevated temperatures. 


DURABILITY. Outlasts 
the pipe with which it 
is used. 


pro- fax’ 


pro. ferx is the 


Plus 
pS 


in “POLY- PLUS” 


lL. 
- 


Blue Fittings 


Introducing .. . **Poly-Plus” Blue, the modern fittings for flexible 
plastic pipe that are built to outlast the life of the piping systems 
in which they serve. Priced with the lowest, ‘*Poly-Plus” Blue 
Fittings perform with the best... are as durable as steel or iron, 
more corrosion-resistant than brass or copper. They're lightweight, 


» easy to assemble, and unmatched for serviceability. 


The plus in *Poly-Plus” is Pro-fax, Hercules polypropylene, the 
amazing new thermoplastic with outstanding resistance to heat and 
chemicals and possessed of the rugged strength which makes thes 
new fittings the most durable element in your entire piping system. 
Thanks to Pro-fax, **Poly-Plus” Blue Fittings are ideal for service in 
systems based on high-density materials such as Hi-fax? Hercules 
high-density polyethylene. Together they promise to greatly broaden 
the range of application for flexible plastic pipe. 

**Poly-Plus” Blue Fittings are but one of the literally hundreds of 
new uses for Pro-fax, Hercules polypropylene, the material that is 
setting new standards for quality, performance, styling and econ- 


omy in thermoplastics. For further information on Pro-fax write: 


Cellulose Products Department 


HERCULES POWDER COMPANY 
900 Market Street, Wilmington 99, Delaware 
>. 
br “ 
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ECONOMY. 
Priced with the lowest, 
performs with the best. 
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with 
PLASTIC PIPES 


you can’t fell 
by | 
LOOKING. .:4W 


ey) 
SURE with 


backed by PIONEER RESEARCH 
and GUARANTEED IN WRITING 


Performance is not in the of plastic 
pipe. It’s in the ingredients, the skill with 
which it is manufactured, and the proof of 
performance through rigid tests. Crescent 
Plastics is a pioneer in the relatively young 
field of plastic pipe. Through research, we 
continually improve our product and find 
new and better raw materials. Our testing 
laboratory, one of the industry's leaders, 
checks results before the pipe is marketed. 
That’s why every foot of Cresline pipe is 
guaranteed in writing to perform as specified. 


PIONEER MEMBER OF 


“look” 


Before you order 
any kind of plastic 
pipe, — us 
to prove you'll do 
better with Cresline. 


CRESCENT PLASTICS, hee. 
Dept. D-9, 955 Diamond Ave., Evansville 7, Ind. 


Complete Technical and Engineering Services Available 


PLASTIC PIPE OF ALL KINDS FOR 





WATER WELLS WATER SYSTEMS 


News... 


(Continued from page 45) 


Goulds submersible pumps. It covers 
motors from 1 through 3 hp. 

Heavy Texoprint plastic paper is 
used for the checkout booklet, making 
it durable enough to stand up to fre- 
quent use. Included are checks for 
ground, line voltage limits, winding 
resistance and single-phase control box 
checks. 

The booklet is free. Ask any Goulds 
distributor for a copy, or write Goulds 
Pumps, Inc., Department TD, 52 
Black Brook Rd., Seneca Falls, N.Y. 


Consumer Time Payment Plan 
Announced by Tait 


A consumer time payment plan has 
been announced by the Tait Mfg. Co. 

Dealers are supplied with a com- 
plete merchandising kit, which in- 
cludes a 20-page booklet on How to 
Increase Your Home Improvement 
Sales, point-of-purchase displays and 
the simple forms necessary for process- 
ing the loans. 

The dealer is not involved in mak- 
ing the loan and is not responsible 
for collections or follow-up, according 
to a Tait spokesman. “The loan itself 
is made through a nationally-known 
payment protection plan which deals 
exclusively with FHA Title I loans,” 
he said. 


Crescent Introduces New 
Plastic Pipe 

Crescent Plastics, Inc., has intro- 
duced a new all plastic drain and 
sewer pipe called Cresline-DS. Dur- 
able and strong, this pipe combines 
toughness with flexibility. It is design- 


(Continued on page 60) 
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real efficiency 
you want 


Get more for your pump dollar with a 
Watermaster . . expertly engineered and 
ruggedly built for continuous peak per- 
formance from any depth—even from 
wells as small as 4’ in diameter. Readily 
adaptable to any type of driver unit. 
Available now in a wide range of sizes 
and capacities (from 15 to 125 GPM) 
to do any pumping job reliably and 
economically. 


Designed and manufactured 
by the makers of FloWay 
heavy-duty irrigation and in- 
dustrial pumps. Backed by 
two generations of experience. 





FIESE & FIRSTENBERGER MFG., Inc. Coa 


2494 S$. Railroad Ave. Fresno, Calif. 
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ACME 
DRILLING 


JARS 
Carbon or Alloy Steel 


You can't see the higher quality steels and the 
controlled heat treating procedures that help make 
Acme jars last longer. Nor can you see the experi- 
ence and integrity that stand behind these Acme 
products. 


But you can see the Acme trademark—the stamp 
that means these jars have passed many exacting 
tests of quality control. 


Acme offers two types of drilling jars—CARBON 
STEEL, first choice with many drillers and ALLOY 
STEEL, for extra footage and longer life. 


Both type jars are warranted for a specific 
amount of wear—N0O time limitation on the warranty. 


Write Dept. 20 for Tool Catalog 
Sold through dealers everywhere 


2 cassie sti 


ge 
Se 
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Pump Tank Uni» 
Re D> (Myers) 
‘Read, ro ieee 
> Y '0 ln spoff 


z 
== Myers coe 


Leadership Performance Full Value Pricing 
Advanced Engineering Tailored Selection 


More «« Merchandising aids. The only profit tested complete dealer sales 
program in the pump industry ... and IT’S FREE. Posters, mailers, 
displays, truck and window decals, metal signs, newspaper mats and 
many others, PLUS an attractive 3 dimensional authorized Myers 

\ pump dealer plaque with your own name. 

Ore 


Pas Advertising. Year ’round Co-op ad help. Myers further backs your 
own promotional efforts with a sensible national and regional 
consumer advertising program. Myers’ advertising goes after pump 
prospects, not coupon clippers. We pass these consumer prospects 
on to you immediately for a fast closing sale. Myers’ advertising sells 
customers on the idea that doing business with an AUTHORIZED 

MYERS PUMP DEALER is mighty good business. 

More 

i owe 


Products. Myers gives you a new line of OLYMPIAN jet pumps, 
competitively priced, easy to sell and easy to install. Compare Myers 
OLYMPIAN jet pump performance, quality and price with any other 
jet pump on the market today. 


To be first in Pump Sales in your community .. . join the team that's first in 
Pump industry. Go with Myers for increased pump sales .. . better pump p 


The F. E. Myers & Bro. Co. Myers: 


ASHLAND, OHIO KITCHENER, ONTARIO 
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FAIRBANKS-MORSE 
Authorized Sewive 


add) 1) nS 4 Oe) 


YOUR NEIGHBORHOOD DEALER 


This shield is the proud 
emblem of the Fairbanks- 
Morse Dealer equipped 
to serve his community in 
sales and service. 


The water system dealer differs from many other types of 
dealers. He does business in a comparatively small area. 
He lives with his customers long after he sells them. His 
future depends on the good will and reputation he estab- 
lishes in his community. He can enjoy a sound and profitable 
business if he sells Fairbanks-Morse Water Systems because 
Fairbanks-Morse enables him to satisfy his customers by 
quality of product and an exclusive service and parts pro- 
gram. The average F-M Dealer has sold and serviced F-M 
Water Systems for 1314 years. There is a reason! Write 
Fairbanks, Morse & Co., Chicago 5, Illinois. 


The Driller 





THE BIG THREE! 


As long as the water source and family 
requirements vary so widely you will 
need a manufacturer who can give 
you any type and size to meet your 
customer’s needs best. Fairbanks- 
Morse can do just that! And, in 
addition, train you and your men on 
how to select the best type and size. 


Every water system service need is 
an emergency. You can give such 
service with profit and customer sat- 
isfaction if you are a Fairbanks- 
Morse Dealer. We train your men on 


how to handle service efficiently. We 


show you how to maintain a mini- 
mum working parts inventory. We 
supplement your parts service with 
big parts stocks in 26 branches and 
depots. One of them is near you. 


We advertise Fairbanks-Morse 


© Water Systems and the service you 


give with your name and address in 
your territory. The Fairbanks-Morse 
authorized service shield is only 
granted to dealers who qualify. It 
is the supreme symbol of confidence 
and protection for the home or estab- 


lishment “off the water mains’’. 


(-) FAIRBANKS-MORSE 


a name worth remembering when you want the BEST 





WATER SYSTEMS @ GENERATING SETS ¢ MAGNETOS e@ PUMPS @ MOTORS e SCALES 
DIESEL LOCOMOTIVES AND ENGINES e COMPRESSORS 
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WESTERN PUMP COMPANY 


NOW! 


Wocterns 
OL 5/4 
Cuarantee 


makes puinp 
sales eagy/ 


Here’s a real “sales aid” to help 
you make money! It’s a 5-year 
guarantee offered by no other 
major pump manufacturer 

Performance records of pumps 
using our “Sequoil” Tubeline show 
that our Westerns give purchasers 
more overall performance. Also, 
that dealers save money by not 
having to make costly call-backs 
for “adjustments”, etc. 

Send coupon today to get the 
Western Pump “Sequoil” story. 
Learn all about our guarantee 
about our advertising to help 
you get prospects . . . about our 
double profit program . . . about 
our ability to make fast deliveries! 





Dept. D 


West Santa Clara Street at 
Montgomery, San Jose, Calif 


| am interested in 


(_] Western Distributorship 


(_] Western Dealership 
[_] Please have sales engineer call as soon 
as possible 


Name 
Address 
City 


News... 


(Continued from page 54) 


ed to withstand traffic tremors, frost 
and freezing and thawing conditions. 

Economical and easy to handle, it 
has 10-ft. sections which reduce the 
number of joints and fittings and per- 
mit assembly outside a trench. The 
pipe is guaranteed to be root, moisture 
and corrosion proof. 

For further information write Cres- 
cent Plastics, Inc., Department TD, 
955 Diamond Ave., Evansville 7, Ind. 


Two Bulletins Offered 
by Layne & Bowler 


Two new bulletins have been made 
available by Layne & Bowler, Inc., 
Memphis, Tenn. Bulletin No. 203, 
Layne In-Line Submersible Pumps, de- 
scribes Layne’s horizontal in-line sub- 
mersible pumps for booster service, 
their applications and uses. Bulletin 
No. 601, Chemical Treatment for 
Water Wells, is a 3-color, illustrated 
folder which provides answers to: 
What is it? Who needs it? When ts 
it needed? Why do it? 

Both bulletins are free. Write to 
Department AD, Layne & Bowler, 
Inc., Memphis 8, Tenn. 


Deming Introduces 
Shallow Well Pump 


The Deming Co. has introduced a 
new self-priming pump for shallow 
wells. It is called the “Majorjet.” The 
new Deming water system is furnished 
with a 4 or 14 hp motor that features 
a built-in thermatron and automatic 
reset for overload protection. 

A stainless steel shaft resists scor- 


(Continued on page 64) 


The Driller 





TUBBS SUBMERSIBLE 
PITLESS ADAPTER TANK 


-—— CAPACITIES FROM 
40 TO 315 GAL. 





\ 





Nil 

\ | 
‘ These units meet the most 
4 rigid state and federal codes, 
including Wisconsin grade-A, 
4 m= | providing true full-height 
h : well balanced installations. 











Sizes range from 40-gal. thru 
315-gal. with 4”, 5”, 6” or 8” 
Tubbs Sanitary Pitless Adap- 
ter fitted within, from end to 
end. Standard “tall” and 
“squat” styles available. 





Give your submersible pump 
installations the finest serv- 
iceability possible by using 
Tripar-Tubbs designed Sani- 
tary Pitless Adapter Tanks. 
No need to ever have to “dig 
up” your jobs later for pump 
and motor repairing, or air- 
bleeder replacement or well 
screen cleaning. No danger 
of pressure loss thru top- 
flange gaskets. The inside 
well diameter is never re- 
duced nor obstructed. Pat- 
ented sanitary topside seal 
with cable box included. 


A. 


NII 
ii 




















CUT-AWAY VIEW OF 6-IN. 60 GAL, 
( GRADE-A SHOWING STRAIGHT THRU 
EYE VIEW 


b 








manufactured and guaranteed by 


rae aceenre ow cozy | | WHITEWATER MANUFACTURING CO. 


[FEW AR ENGHSTERES SIGNS | WHITEWATER, WISCONSIN 





June, 1959 





WE WANT TO 
DO BUSINESS WITH 


you, Mr DRILLER 


| WRITE ME! FRED HORN, 





» 
b> 
| 
‘UNIFLOW MFG. CO. « ERIE, PENNSYLVANIA. 


E MANAGER PUMP DIVISION. 


“I'll tell you how you can 

make more dough, 

selling Uniflow!”’ 
COMPLETE 
LINE ! 


NO e025 
| 


UV (CONVERTIBLE) 
SINGLE STAGE JET PUMPS 


OTHER UNIFLOW PRODUCTS — 

PISTON PUMPS, TWO STAGE PUMPS, 

CELLAR DRAINERS, WATER CONDITIONERS, 
WATER COOLERS, COMMERCIAL , 

REFRIGERATION PRODUCTS. 


4 
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It 


June, 


Now you 
can te// 
customers “...the plastic pipe 


on this job is guaranteed 
and bonded for 20 years!” 


Prvy RANG Haye, 


Mey ° 
PY Ypay ce 
a ty 
fms AKANT) 
a Y Prey Bony 


CERNE PF er 


’s ORANGEBURG’ SP DZustic Pipe 


What a selling point! Tell your customer you use slit-proof 
Orangeburg SP—the only plastic pipe Guaranteed and Bonded 
for 20 years for cold water service. Tell him, too, the Bond will 
be made out in his name as written evidence you have used the 


finest-quality plastic pipe available. 


Under terms of Bond, repairs or replacements, INCLUDING LABOR 








costs, due to failure of pipe will be made at Orangeburg’s 


expense. You can’t lose. 





And it’s easy to apply for the Bond. When Orangeburg SP instal- 
lation is completed, send ‘‘Request for Bond” Form to Orange- 
burg. After approval, Bond is sent direct to your customer. 
Be first to cash-in with Orangeburg SP Plastic Pipe and the 
exclusive iron-clad 20-year Guaranty Bond offer. See your Au- 
thorized Orangeburg Wholesaler or write Dept. D-69 


Approved for drinking water by National Sanitation Foundation @ LiFe 


ORANGEBURG MANUFACTURING CO. * Orangeburg, N. Y. * Newark, Calif. 


A Division of The Flintkote Company, Manufacturers of America’s Broadest Line of Building Products 


1959 





nation check valve and union; sanitary 
well seals; and automatic air pump 
and water level control. 

ing and corrosion and gives lasting For further information write the 
protection for the mechanical seal. A | Deming Co., Department TD, Salem, 
rotary-type mechanical seal prevents Qhio. 

leakage around the shaft and requires 


no adjustments. ‘ 
"7 New Chlorinator For 


An accurately balanced, fully-en- 
closed Fianite impeller is impervious Domestic Water Supply 


to rust and corrosion. A Fianite dif- A compact, 
fuser has exceptionally smooth water- =. simply - installed 
ways which equalize radial thrust on | unit to introduce 
the impeller. if chlorine into a do- 

The Majorjet water system has a mestic water sup- 
pumping capacity from 195 gph to ply has been an- 
750 gph. It has an approximate ship- nounced by Amer- 
ping weight of between 35 and 40 ican Sanitary Mfg. 
pounds. Co., Abingdon, III. 

Accessories for the new Deming The chlorinator prevents water supply 
Majorjet water system include combi- contamination by accurately feeding 


News eee 


Continued from page ( 


nation foot valve and strainer; combi- (Continued on page 70) 


Pump Handle Pete says: 
“The only secret a woman 
can keep is the one she 
doesn't know.” 


In fact, when you tell a woman a secret, she promises 
Model 11-W, to tell everybody not to tell anybody. But I shouldn't 
smallest of talk ‘cause I’ve got a secret of my own I’m just bustin 


15 sizes. to tell 
4 . 


A JENSEN WATER SYSTEM WILL PUMP MORE WATER 
WITH LESS POWER—as much as 50 
percent less! 

How come? Well, the secret lies in 
JENSEN'S unique counterbalance system. 
Like a teeter-totter, you lift the weight by 
balancing it. Most pumping units must lift 
the entire column of water in the pipe. But a self- 
priming JENSEN only has to lift about half, because 
the other half is counterbalanced! 
Now, there’s a secret worth looking into. Write 
today for our new catalog on JENSEN Automatic 
Water Systems. 15 sizes, for pumping wells from 
0 to 5,000 teet. 


Jensen Warer Systems 


Made by JENSEN BROS. MFG. CO., INC., Coffeyville, Kansas 
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Each SPANG WELDLESS JAR is 
forged from a single piece of 
selected alloy steel and is scien- 
tifically heat-treated and tempered 
to obtain proper hardness and 
toughness in the rein sections for 
maximum strength and wear re- 
sistance in the most severe drilling service. 


The joints, heat-treated and precision machined, 
are stronger and more durable, assuring fewer 
fishing jobs. Records over the years 

show up to four times more foot- 

age with SPANG Alloy- Steel 

WELDLESS JARS. 


For further information on weldless jars, 
and for FREE CATALOG of other SPANG 
cable tools, contact your nearest Dealer or 
write direct to: 


Dept.M-2 @ BUTLER, PENNSYLVANIA 


For over 60 years Manufacturers of Spang Weldless Jars and a Complete Line of 
Cable System Drilling and Fishing Tools for Oil and Gas Wells, Water Wells, 
Prospect Drilling and Shot Blast Holes. 








AERMOTOR 
The Complete Line for ‘59 


Now — here’s the line with everything you need 
to capture sales in the BIG VOLUME farm and 


home pump market. Choose from over one 


hundred models — be certain you get the pump 


that’s tailored to your job’s specific requirements 


AND Aermotor’s selling program is tailored to 
You get BIGGER dis- 


your requirements too! 
counts with Aermotor’s contract purchase plan 

. PLUS the support of a consistent consumer 
advertising program... PLUS Aermotor’s liberal 


co-op advertising program. It all adds up to a 


veERTICAl — sar for you — when you sell the line your 
ERIE 
Sa ‘MY MULTISTAGE customers trust — Aermotor. 


Wwoeningt ttt 


EW! my Multistage Jet Pump With Exclusive 


Aermotor “Work Saver" Adapters— 
Designed to Make Every Job 
Quicker. ..Cheaper. . . Easier! 


The “MJ” is shipped ready to inst No “on the job” connec- 


tion of regulating valve, pressure gauge, etc. It’s all done at 


the factory. Exclusive ‘s dapters cut down on 


lengthy (and expensive) pij rations ... give you 
neat, sure jobs every time. AND you actually save parts! All 


adapters have built-in slip couplings — offset adapters have side 


outlets require no extra fittings at the pump. 


Ask to See the New Aermotor 'MJ'... TODAY! 


AMARILLO @ CORDELE, GA. © DALLAS © DES MOINES @ HARRISBURG 
KANSAS CITY ® MINNEAPOLIS © OMAHA 


Branches: 


"Since 1888, Manufacturers of Quality Water Pumping Equipment” 


AERMOTOR COMPANY 
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PUMP 


Built-in dependability and sensible pricing make the 
“Bud-Jet” one of the biggest values in the industry. 
Thousands of installations prove: ‘You can install the 
Aermotor ‘Bud-Jet’ with confidence .. . and PROFIT’! 


PUMP 


When the job calls for a working head, install the tried 
and proved Aermotor Deep Well pump. Adjustable 
stroke . . . distinctive U-Bar construction . . . positive 
lubrication. Here’s the pump that will stand the test 
of time! 


Now the Aermotor Submersible’s more competitive 
than ever. New models and motor-ratings mean you'll 
be able to install “half horse’ pumps in installations 
that formerly used ‘three-quarter horse’ pumps. . . 
and still get top-notch Aermotor performance. Ask 
your Aermotor representative for all the details. 


THE ‘<—Zy’ ... 


More new adapters make the “VJ” the easiest-to- 
install vertical jet made. You save time and money on 
every installation AND because “VJ” adapters ore 
directly interchangeable with the “MJ” Multistage 
your inventory requirements ore cut in half! 


_ Sell the Complete Line for '59— AERMOTOR! 
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Hoover... 


(Continued from page 23 


10 years service; Howard Wiskur, 8 
years; Audley Sabby, years; Ted 
Bellefeuille, 5 years; and Bill Boysen, 
4 years. 

George Bellefeuille, 11/2 years serv- 
ice, and Ronald Robinson, 4 years, 
handle nothing but installation of 
pumps. Orville Reinke, pump service- 
man, and John Buchholtz, master me- 
chanic and shop repairman, have both 
served Hoover for four-year periods. 

In suggesting short cuts to better 
operation, Hoover explained: 

“We feel our footage system has 
been popular with the men and ex- 
tremely advantageous, both to us and 
to the drillers. It has resulted in faster 
completion of jobs, better maintenance 
of equipment on the part of the in- 
dividual drillers and more efficient 
work for the customer. 

“The application of propane gas to 
well drilling tends to minimize main- 
tenance, and reduces overhead costs, 
too.” 

All in all, Hoover is satisfied with 
the development and progress of his 
drilling and pump business. He is 
looking forward to a second genera- 
tion of Hoovers in the well drilling 
field, as all three of his sons—Lonny, 
19; Earl, 16; and Danny, 8 — have 
shown interest in the business. 


Better Business... 


(Continued from page 27 


which generally see all five drill rigs 
constantly busy. Four employees — in 
addition to eight full time — are hired 
for this busy season. The men usually 
work from dawn to dusk six days a 
week so that as many contracts as pos- 
sible can be met on schedule. G. E. 


CAR Ties - 
>) wee 
A [ann Semvicg re | 


“Any chance of your telling my folks 
the water's good only for drinking?"’ 


said demands for water wells in the 
Lawrenceburg area were down about 
6% in 1958, but that prospects for 
1959 looked “very good.” 

The Millers believe that drilling 
contractors should enjoy the same pub- 
lic prestige as private businesses in any 
field. A first step in this direction 
would be to license drillers by law and 
set minimum standards on wells. G. 
E. and H. C. Miller hope to accomplish 
these ends by working through water 
well associations, in which they are 
very active. Both belong to the Na- 
tional and Tennessee Water Well As- 
sociations. G. E. served two years as 
president of the state organization and 
is presently a member of its board of 
directors. H. C. is chairman of the 
state association’s middle division. 

In addition to the good equipment, 
good work and satisfied customer the- 
ories practiced by the Millers, enthusi- 
asm, hard work and foresight have 
helped build the company into a going 
concern during the past 12 years. 
Showing these same qualities today, 
brothers G. E. and H. C. Miller will 
undoubtedly lead their firm to new 
successes in the next 12 years. 
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are specially designed 


for Water Well Drilling! 


Macwhyte ‘“‘Hi-Lastic” drilling line has three times the elasticity of 
ordinary wire rope. Tools drop farther per stroke — strike faster, harder 
blows. As a result, internally lubricated ‘‘Hi-Lastic”’ gives the best service for 
water-well drilling. It is available from stock in sizes to fit your rig; recom- 
mended for drilling to 1,000 foot depth. 


Macwhyte “‘Kilindo”’ is used where its non-rotating feature is advantageous 
to the job. Macwhyte sand lines are fabricated from special steel to resist the 
severe abrasive conditions encountered in bailing. 


Bulletin 5813, ‘Use of Wire Rope in Water Well Drilling,” is yours on request. 


MACWHYTE Div Hepe 


2900 Fourteenth Avenue, Kenosha, Wisconsin 
Wire Rope « Slings + Cable Assemblies 
DIF-p 4a) oleh d-YoM-Uale Ma celel.¢-lo Mm dalaolelelalel eh ah dal-m Ola lic-\o it~) ¢- ic) ane 
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News... 


(Continued from page 64) 


standard chlorine solutions into the 
water. 

Essentially, the chlorinator is a pre- 
cision made metering pump. The 
amount of chlorine injected into the 
water supply is predetermined by the 
stroke of the pump piston, with minute 
adjustment of the stroke permitting 
variations in the chlorine delivery from 
zero upward. Maximum pumping 
capacity of the new chlorinator is 
80 psi. 

Since chlorine is corrosive to metal, 
the chlorinator is designed so chlorine 
never comes in contact with metal or 
any material that is not chemically 
inert. Lucite, nylon uscolite and 
polyethelene are utilized in these vul- 
nerable components of the unit, with 


other parts being steel or chrome- 
plated brass. 

The pump operates by electric mo- 
tor, easily wired to the power source. 
Plumbing connections are also simple. 
Overall dimensions of the chlorinator 
are 6 inches wide, 4 inches deep and 
15 inches high. Weight is 9 pounds. 

For further information write the 
American Sanitary Mfg. Co., Depart- 
ment TD, Abingdon, III. 


Penn Issues 1959 
Condensed Catalog 

The 1959 condensed catalog of 
pump and air compressor switches is 
now available from Penn Controls, 
Inc. Listings in the catalog include a 
new water system pump switch. Copies 
of the catalog may be obtained by writ- 


(Continued on page 74) 





ALL SIZES 
ALL WTS. 


O. F. MALY 

Day Phone: 449 

Night Phone: 941 

CALL COLLECT 

Service 24 hrs. per day 
ECONOMICAL PRICES ®@ 





VALLey Stee. Propucts COMPANY 


Louisiana, Missouri 
NEW AND USED WATER WELL CASING 
LINE PIPE 
IRRIGATION PIPE 
OIL WELL CASING AND TUBING 


FREE QUICK DELIVERY — YOUR YARD OR JOB SITE 
WATCH FOR OUR TRUCKS — THEY DELIVERIN YOUR STATE 


e BUY DIRECT 


QUICK DELIVERY ®@ 
WATER WELL CASING AND PIPE OUR SPECIALTY 


GALVANIZED 
BLACK 


T. W. HARNESS 
Day Phone: 447 
Night Phone: 602 


for 365 days a year 


SATISFACTORY SERVICE 








The Driller 





A 6-inch submersible 
you'll install with more 
confidence than any other 


What kind of pump would you put in your own 
well? Men like you—who know pumps—want 
one that not only does a job but stays on the job 
for many years. Goulds Series UB 6-inch sub- 
mersible is that kind of a pump... and here’s 
why: 

Durable. For sheer strength, every part of the 
UB sub is more than adequately sized. And all 
parts are corrosion-resistant, too . . . either 
bronze or stainless steel. 


Completely field serviceable. You can take 
the unit apart and make repairs without any 
special tools (see cutaway diagram). The easily 
removable companion flange (1) allows for 
easy check of pump rotation— you simply insert 
a screwdriver in the slotted shaft end (2). It’s 
not necessary to remove tie rods (3) to check 
rotation of the shaft. 


Never any need to lubricate. Goulds Series 
UB subs come equipped with dependable 
NEMA standard American-made motors. Emul- 
sion-filled and water-lubricated, these motors 
will continue to operate for the normal service 
life of the pump . . . so you never have to re- 
move the unit from the well just to refill with 
a “‘supply”’ of special lubricant. 

Find out all the details on this tough, new 
pump by writing for more information. Goulds 
Pumps, Inc., Dept. DR-69, Seneca Falls, N. Y. 


GOULDS G@ PUMPS 


EERE RGIS 
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21-W Bucyrus-Erie, late 
model, bronze bushed, mounted 
on 4 x 4 Chev. truck, $1,75 
Suburban Well Drilling 
Elmhurst, Ill. TE 4-0297. 


Stone drill, model No. 31, 
old. Complete _ line 
of 6” tools with Hercules 
power unit: on 1950 model 
Studebaker truck. Excellent con 
dition, $3,000. Lamar Brown, 
Rt. 2, Fyffe, Ala Phone: 
Henagar, OL 7-5452 
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Myers Develops New 
Chemical Feed Pump 


A new, positive displacement chemi- 
cal feed pump for water purification 
and treatment has been developed by 
the F. E. Myers & Bro. Co., Ashland, 
Ohio. 

The new pump automatically uses 
ordinary liquid bleach to obtain posi 
tive results in making water safe for 
consumption. It also can be used as 
a polyphosphate feeder for combat- 
ing too much iron in water. 

The pump, once regulated, is ex 
tremely accurate in automatically 
maintaining the proportion of chemi- 
The 


number of strokes per minute is di 


cal solution to the water flow. 
rectly proportional to the number of 
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HELP WANTED 


Experienced, reliable cable 

driller, rock and 
Stewart Bros., ° 

sale rl P.O Box 976, Schnectady, 

lot of well N.Y 

Located 

52, state higl 
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retired tool 
work 


ers Sales Engineet Water wells 
pump, service, municipal and 
ndustrial USGS _ experience 
desirable. McCarthy Well Co., 
670 Eustis St., St. Paul, Minn 
Professional tool pusher 
cable tool-rotary-pump service, 
ndustrial and municipal, month 
ly salary & profit sharing 
Northwest U.S.A. The Driller, 
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Sober, dependable, and ex 
water well driller, 
at once All 6” work; top 
wages L. L. May, 818 Mich 
igan Ave., South Milwaukee 
Wis., phone SOuth 2-3387 


perienced 


gallons per minute being treated. 
Proportions as little as one part per 
million are extremely accurate, the 
company claims. 

The unit, weighing only 51% Ibs., 
will chemically treat flows up to 3,000 
gph. The pump is driven by an inte- 
grated hydraulically operated water 
motor requiring a differential pressure 
ot only 15 psi to operate. 

Further information on the 
pump is available by writing to: F. E. 
Myers & Bro. Co., Department TD, 
Ashland, Ohio. 


new 


Sumo Offers Bulletin on 
Industrial Submersibles 


Sumo Pumps, Inc., has published a 
new bulletin, B1200, which illustrates 
and describes its industrial submersible 
pumps. The bulletin covers pumps 
from 3 through 125 hp in 3550 and 
1750 rpm. 

For further information write Sum« 
Pumps, Inc., 23 Brown House Rd., 
Stamford, Conn. 
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“I’ve been installing this pipe 
for three years without a complaint” 


SayS JOHN G. CLAYTON, Winston-Salem, North Carolina 


“I’ve used pipe of ALATHON® 25 for three years and never had a complaint from my cus- 
tomers. I believe it should last a lifetime. 

“I save on installation time, too. Because pipe of ALATHON 25 is so lightweight and 
flexible, one man can install up to 100 feet by himself. And there’s no need for threading. 

“Recently, two of us bored and tiled a pair of wells over sixty feet deep in a day. That's 
something we could never have done without pipe of ALATHON 25,” 

Now available to drillers is pipe made of ALATHON Super 25, an improved form of 
ALATHON 25, A product of constant research in the Du Pont laboratories, ALATHON 
Super 25 makes the most durable flexible pipe available. Insist on the pipe 
with the green tag and the words: ‘Quality Pipe Made of Du Pont 
ALATHON Super 25.” 


ALATHON is Du Pont’s registered trademark for its polyethylene resins. 


BETTER THINGS FOR BETTER LIVING...THROUGH CHEMISTRY 
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A Bucyrus-Erie 1-W drill belonging to Velo Well Work and 
Plumbing Co., Pelican Rapids, Minn., jets a 2-in. well through 
coarse sand and gravel for a home near Detroit Lakes, Minne- 
sota. The well was completed at a depth of 200 feet. 
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